To:  Holmes,  Marcus[Holmes. Marcus@epa.gov];  Negron,  Jose[Negron. Jose@epa.gov];  Christner, 

Jan[Jan. Christner@WestonSolutions.com];  Way,  Steven[way.steven@epa.gov];  Robinson, 

David[David.  Robinson@WestonSolutions.com];  Megan  Burke[Megan. Burke@respec.com] 

From:  West,  John 

Sent:  Mon  10/12/2015  7:01:06  PM 

Subject:  Sonde  unit  operations 


Afternoon  everyone. 


This  is  to  let  everyone  know  that  unless  directed  otherwise,  START  will  proceed  with  the 
following  plan  concerning  sonde  operations  for  the  Gold  King  Mine  response. 


■ ■ Tomorrow  the  Durango  river  team  will  collect  the  full  set  of  river  samples  and  will  collect 
the  data  from  the  sonde  units  at  Bakers  Bridge  and  A72. 

■ ■ The  team  will  remove  the  sonde  unit  from  Bakers  Bridge  and  will  proceed  to  demobilize 
that  sonde  unit  on  Thursday  when  the  team  demobilizes  from  Durango. 

■ ■ The  handheld  YSI  650,  sonde  cable,  and  data  cable  will  be  handed  off  to  the  mine  team  so 
there  is  no  question  of  equipment  compatibility  after  the  mine  site  assumes  collection  of  the 
sonde  data  from  A72  after  Tuesday. 

■ ■ After  Tuesday  the  data  collection  from  the  sonde  at  A72  will  be  performed  by  the  staff  at 
the  mine  site. 


Please  contact  me  if  there  are  any  questions  concerning  this  plan  or  additional  direction  that 
affects  this  plan.  Thanks. 

John  West,  PE  CHMM  PMP  | Project  Engineer  | US  EPA  START  Contractor  | 
Weston  Solutions,  Inc.l  1435  Garrison  Street,  Suite  100,  Lakewood,  CO  80215  | 
John.West@westonsolutions.com]  O:  303-729-6148  | M;  303-748-3304  | 


CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 


1792338 


ED  000792  00006579-00001 


information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you 
received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this  email  from 
your  system.  Thank  you. 
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